6.     The   oxygen   line  Martinez   and  Robinson  were   to  work on  was   located
next   to   a  girder  which  was   20   feet   above   the   floor.     The  girder  was   20   1/2
inches   wide^and   15   feet   long with   5-6   inch  open  spaces   along   its   surface,
Below   the   girder  was   a  concrete   floor  with  heavy  equipment   and   various
large  objects   in  the  area  (Tr.   22-24,   287).

7.     There  were   two ways   to  reach   the   area where  the welding was   to  be
done.     There  was   a 20  foot   extension   ladder on  the   screen   floor  which  was
40-50   feet   away  on   another  deck (Tr.   243,   269,   286).     An  alternative  means',
was   to  go   up   a   staircase,  get   onto   the   girder   and  walk  across   the  girder
(Tr.   237,   269,   289).

8.     Robinson  had   used   the   ladder  on   occasion   to  get   up  to   the   girder
(Tr.   243).

9.     On January  5,   1979,   Robinson   and Martinez  walked   10-12   feet   across
the   girder   to   reach   the  oxygen   line   (Tr.   230).     They had   safety  belts   on
while  walking  on   the  girder,   but   the   belts  weren't  hooked  onto   anything
because   there was   no  cable  where  they  could  tie  off (Tr.   231,   287).

10.     There   were   no handrails   alongside  of   the  girder   (Tr.   24,   120).

11.     Once   they   reached   the  oxygen   line,   Robinson   and Martinez   tied   off
their   safety   lines   to   an  air   line   (Tr.   242,   252).

12.     Glenn  did  not   tell  Robinson  and Martinez  how  to  get   up   to   the
oxygen   line.     At   the   time,   he  did   not   think  about  how  they were   going   to
get   up  to   the   area  (Tr.   235,   251,   269,   270,   289).

13.     Glenn  was   familiar  with   the   construction  of   the  girder   (Tr.   295).

14.     Glenn  knew Robinson  and Martinez were  very  experienced   in
climbing.     Additionally,   Robinson  was   a   first   class   welder   and  Martinez   was
a   first   class mechanic.     Robinson had worked  on Glenn's   crew since  October
1974  (Tr.   251,   268,   289).

15.     Martinez   and Robinson had  worked  on  a girder many  times   prior   to
the   incident   in  question   (Tr.   271).

16.     Glenn   relied  on Martinez  and Robinson  to  complete  their  assigned
task  safely  (Tr.   263,   269,   270,   295).

17.     Glenn had   told  his   crew  that  morning  to  take  their  safety   line
with   them  (Tr.   241).

18.     Payne   also   went   up  onto   the   girder   to   see   if he  could  help
Robinson  and  Martinez.     He  did  not   use  his   safety  belt   (Tr.   119,   131).
Glenn  did   not   instruct   or   authorize him  to   go   up  on  the   girder   (Tr.   119,
131,   133,   273-276,   281).

19.     Payne   got   halfway  across   the   girder  when he   saw Glenn  waving   at
him with  a   flashlight   and   indicating  to him to  come  down.     Glenn  waved  him
down  "because   [he]   didn't   need him up   there."   (Tr.   133,   134,   280).rd King,   testified   that   at   the   time
